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ORIGIN COME-00 

INEO OCT-OI CIAE-00 DODE-00 EB-04 NSAE-00 RSC-01 TRSE-00 
EUR-08 AEC-05 ISO-00 /019 R 
66614 

DRAETED BY: PPD/OEA/BEWT: MKR A VETZ/F.PW AT JNSKY 
APPROVED BY: EB/ITP/EWT: JMGREGORY 

109432 

R 112250ZOCT 74 
EM SECSTATE WASHDC 
TO USMISSION OECD PARIS 
INEO AMEMBASSY BUDAPEST 

CONEIDENTIAL STATE 225369 

EXCON 

EO 11652 XGDS-1 
TAGS: ESTC, COCOM, HU 

SUBJ: EXPORT OP A/D CONVERTERS TO HUNGARY-IL 1568 
REF: BEWT CASE NO. 1 17302 

THE UNITED STATES DELEGATION IS REQUESTED TO SUBMIT THE POLLOWING 

EXCEPTION CASE PURSUANT TO COCOM DOC. REG. (73)3, PARAGRAPH 

8(B): 


1. THE UNITED STATES AUTHORITIES HAVE BEEN ASKED TO APPROVE THE 
EXPORT TO HUNGARY OP SIX EACH OP TYPES ADC- 

L8B2D4 AND ADC- 

L12D2B2 A/D CONVERTERS WITH A TOTAL VALUE OP DOES 845 AND COVERED 
BY IL 1568(K). 

2. THIS EQUIPMENT IS CONSIGNED TO MAGYAR OPTIKAI MUEVEK 
(HUNGARIAN OPTICAL WORKS), BUDAPEST WHERE IT WILL BE USED 

IN THE MANUPACTURE OF ELECTRIC MEDICAL EQUIPMENT POR PATIENT 
MONITORING. 

CONEIDENTIAL 

CONEIDENTIAL 
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3. THE ADC-L8B2D4 HAS A CONVERSION SPEED OF 83,000 PER SECOND, 
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AN ACCURACY OF 2 PARTS IN 10,000 AND A FIGURE OF MERIT OF 
4.2 X 10 TO THE EIGHTH POWER. THE ADC-L12D2B2 HAS A 
CONVERSION SPEED OF 62,000 PER SECOND, ACCURACY OE 2 PARTS 
IN 10,000, AND A FIGURE OF MERIT OF 3.1 X 10 TO THE EIGHTH 
POWER. 

4. THE UNITED STATES AUTHORITIES CONSIDER THIS EXPORT 
REASONABLE AND APPROPRIATE FOR THE STATED END USE. THEY WISH 
TO APPROVE IT UNDER THE DE MINIMIS PROCEDURE SET EORTH 
IN COCOM DOC. REG .(73)3, PARAGRAPH 8(B), AND WOULD 
APPRECIATE THE VIEWS OE MEMBER GOVERNMENTS. 

INGERSOLL 


CONEIDENTIAL 
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